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-MORANDUM FDR: DIRECTOR, CENTRA JL INTEDgIGRNCE 


CBXCCT 


: Inspector General's survey of the 
Technical Services Staff 


im This memorandum contains a recommendation submitted 
or PCI approval. The recommendation is contained in para- 
graph. 2. 

2. Y ur memorandum of 30 April 1957 transmitted the Inspector 
General's report and requested D D/p comments thereon by 1 July 
■* 3 -7. In view of the length anc. detail of this report, much co- 
ordination within the DD/1- and with other elements of the agency 
wi-ii be required. It is, therefore, requested that the date for 
returning comments be extended to X August 1957. 


'♦Signed) FRANK 0. WISHER 
PRANK G. WISNEIK 
Deputy Director I Plans) 


he recommendation in paragraph 2 is approved. 




2 9 MAY 1857 


Director, Central Ini elligence 


o .f* i. u *.J 3. 
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MEMORANDUM FOR: DEPUTY DIRECTOR (PEANS) 

•v OBJECT : Inspector General's Survey of the 

Technical Services Staff 


1. This memorandum suggests action on the part of the DD/P. 
Such requested action is contained in paragraph 3. 

2. As a result of your conference -with I ~| on 16 May, 

I for the first time became aware that the Inspector General had 
requested DD/P comments by i July J.957. This period of time 

i less than the ninety days indicated to me by Mr. Kirkpatrick 
in our original conference of 24 August 1956. At that time we 
were given to believe a period of ninety days from the date of 
receipt of the report would be granted. 

3. In view of the length of the report and so that the detailed 
consideration which is necessary may be given, it is requested 
that an extension be requested until 1 August 1957. 

4. Attached you will find a memorandum for your signature 
making such a request. 


Chief, DD/P/TSS 

A ttachment: (1) 

As noted 


25; 
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